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MINISTRY OF SHIPPING AND TRANSPORT 
(Transport Wing) 

New Delhi, the 1st June, 1985 
NOTIFICATION 

S.O. 439(E):—In exercise of the powers conferred 
by sub-section (3) of Section 36 of the Motor Vehicles 
Act, 1939 the Central Government hereby accords 
approval to the Registration of following vehicle 
with the maximum safe laden weight and dimensions 
of the vehicle mentioned in the Scheduled appended 
hereto ;— 

SCHEDULE 

1 Type of vehicle Coles Hydro Crane 

TNQ.2132. 


Overall Length 9.80 ni 

Overall width 2,60 m 

Overall height 3,47 m 

3. Recommended load of each trailci. 

Front axle with two tyies 6300 Kgs- 

Rear axle (tandem with 8 tyres) 19680 Kgs. 

Gross Laden weight 25980 Kgs, 

4. Owned by : Tamil Nadu 

Electricity Board 
Madras, 

2. The above relaxation for the purpose of assig¬ 
ning higher weight limits in respect of the vehicle 
the description of which is indicated above, is given 
for the utilisation of vehicle at the Lower Mettur 
Hydro Electric project as per the recommendations 
of the State Government of Tamil Nadu, 

3. The approval for operation ofthe vehicle in 
the State of Tamil Nadu is also subject to the condi¬ 
tion that the loaded vehicle will not be allowed to 
pass over the bridges on the roads in the State 
of Tamil Nadu and the opeiator will have to make 
their own arranements to cross the rivers/nallahas 
as may be ditected by public works Department. 

4- The approval is also subject to such conditions 
Us the State Government may specify for the safety 
of structures, roads, bridges, culverts and with due 
regard to sefety to all road users, for which both the 
State PWD and the Police authorities will be kept 
duly informed by the operator, everytime the 
operations are effected. 

[File No. TW/TGM] 
Yogendra Narain, Jt. Secy, 
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